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Message Text 


UNCLASSIFIED 
PAGE 01 STATE 088074 
12 

ORIGIN HEW-08 

INFO OCT-01 EUR-25 ISO-OO SCI-06 EB-11 COME-OO RSC-01 /052 R 
66650 

DRAFTED BY DHF.W/FPA:T RSHFI TON 
APPROVED BY SCLMSBEAUBIEN (REC 4/29) 

DHEW/OIH:MACODDING 
EUR/IB : JMSMITH INFO 

116708 

R301802Z APR 74 
FM SECSTATE WASHDC 
TO AMEMBASSY LISBON 

UNCLAS STATE 088074 

EO 11652: N/A 
TAGS: TBIO, PO 

SUBJECT: RECALL OF DESERET INTRAVENOUS CATHETER PRODUCTS 
REF: LISBON 1402; STATE 37128 

1. FDA ADVISES THAT ALL REPEAT ALL DESERET IV CATHETER PRODUCTS ARE 
BEING RECALLED FROM ALL INTERNATIONAL ACCOUNTS. CONTACT WITH 
DESERET ON 4-16-74 CONFIRMED THIS FACT. 

2. DESERET HAS STATED IT WILT. SEND NEW TELEGRAM TO MULTIRADIX 
CONFIRMING THE RECALL. RUSH 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CONSUMER PROTECTION, MEDICAL CARE, FOOD & DRUG REGULATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 30 APR 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE088074 

Document Source: CORE 

Document Unique ID: 00 

Drafter: LRSHELTON 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 03-0792 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1974042/aaaaabag.tel 

Line Count: 42 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: LISBON 1402: STATE 37128 
Review Action: RELEASED, APPROVED 
Review Authority: WorrelSW 
Review Comment: n/a 
Review Content Flags: 

Review Date: 18 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18 OCT 2002 by shawdg>; APPROVED <02 JAN 2003 by WorrelSW> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: RECALL OF DESERET INTRAVENOUS CATHETER PRODUCTS 
TAGS: TBIO, PO, MULTIRADIX 
To: LISBON 
Type: TE 
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